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Thank you for your interest. For your information, below is a list of long established 





C.P.I. products which have been "Shop Proven" over the past 47 years. 


Our "No Problem" holing tools can guarantee your profit. 


HOLEX® - the "size-able" hole cutter: cuts holes, cores, and grooves, any diameter 1"-12" to 2" 
depth, in most metals and composites; fly-cuts tool! 


DROLER® - the combination drill-ream holer: for 50% reduction of holing costs; drills and reams in 
one pass -- diameters .0625" to 1.500"; "off-the-shelf" standards, specials to specification. 


PanDril® - the high-performance step-drill: for multi-dimension countersinking, counterboring, holing; 
any step, any angle. 


MilDril® - the internal/external chamfer, drill-slotter, end-mill, especially useful for NC milling. 


DISKUT® - the carbide-toother holesaw: for high-speed, low cost sheet and deep cutting. Standards 
and specials in any diameter/depth. 


COMBIDE® - the combination drill/tap: cuts your tapping time in half; 4-40 to 3/4 - 10 NC and NF 
threads; metric and taper pipe sizes too. 


DECI-DRILL® - drills by thousandths: .005" to 1.500". 





KANT-TWIST® - Clamps - the universal combination "C" & Parallel clamp. 


MICRO-RISE® - the adjustable "V" blocks in 3 sizes to 1 1/2 ton capacity. 





SYTE-AYDE® - the versatile inspection kit. Sees inside, outside, behind and around. 


DE-BURR-IT® - specific deburring kits to fit any situation. 





GUARDAIR® - the original OSHA approved safety air gun with the air shield. 
CUSTAMIST® - tank fed mist coolant system. 
SUPERMIST® - magnetic base tankless systems. 


FLEX-FLO® SAFETY HAMMER - the copper alloy "hammer with the hole in its head". Won't 


mushroom, chip or spark. 1/2 lb to 12 lb sizes. 


TENIPLEX® HAMMER - permanent, one piece aluminum construction, replaceable plastic tips 
with "Inertial Impact", no bounce feature. 


"STANITE"® TRANSFER PUNCH SETS - 28 piece precision matched sets. 
"STANITE"® "Z" HEX WRENCH SETS - combination "T" & "L" style all purpose wrenches, 


inch or metric. 
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SIZE-ABLE™ synchronized lead-screw feed 
simultaneously adjusts both cutters to precise hole size; 
one full turn changes hole diameter .0625". 


The new way to cut holes, rings, grooves, disks, washers and slugs 
FLY-cuts too! 


e Nine interchangeable arbors to fit almost any machine. 
Cuts stainless steel, cold rolled steel, titanium, aluminum, bronze, ceramics and 


high density plastics. 
FULL CATALOG UPON 
All Holex tools are supplied with carbide-tipped cutters, wrenches, REQUEST 
heavy-duty steel tote/storage case. ALL AMERICAN 


MADE 





XTENDA™ BLOCKS 
MOUNTED ON A 6™ HOLEX®, 
INCREASING CAPACITY TO 
9". NOTE OUTSIDE CUT. 


XTENDA™ can be ordered 
seperately, or in conjunction 
with a new HOLEX® unit at a 
considerable saving. 


NEW 
XTENDA™ 


XTENDA™ progressively 
increases -- up to 3 additional 
inches -- the cutting diameter 
of all HOLEX® "size-able" 
hole cutter units of 6™ or 
greater capacity. 


XTENDA™ comprises a pair 
of easily attached, precision- 
machined, HOLEX® cutter- 
mounting blocks with 
appropriate retaining screws. 


XTENDA™ further increases 
the versatility, flexibility, and 
usefulness of HOLEX® 


systems. 


A. Holex cuts any diameter 
hole 1" to 12" diameter to 1™ 
depth or more. 


B. Holex can fly-cut from 1" to 
12" in a single pass; finish 
equal to or better than 63ST. 


C. Cutting dimension of Holex 
is simple to adjust without 
disturbing set-up. One full 
turn of the lead screw 
changes hole, groove, or core 
diameter .0625". 


D. Holex is adaptable... seated 
in a tail-stock starting 6" cut. 


E. Holex permits use of eleven 
different shank configurations 
all quickly and easily 
interchanged. 


F. Carbide tipped cutters for 
holding and fly-cutting are 
standard. HSS cutters also 
available. 


G. Holex is rugged... stands 
up to production run 
punishment as well as special 
tool room applications. 


H. Holex is compatible... 
shown mounted in a boring- 
bar attachment on cross-slide. 


I. Holex is versatile... cuts 
holes, discs, rings of any 
diameter 1" to 12"; depth to 
1™ or more. 
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NEW ° 


Combination DRILL-REAMER 


Drills & Reams in one easy operation 


Eliminate Costly Separate Reaming Operations Forever! 


@ Taper Length....Jobber Length....Stub Length @ Speedy service on "specials" 
@ H.S.S., Cobalt or Solid Carbide @ Any Diameter from .0625 to 1.5 inches 


STANDARDS FROM STOCK 
FRACTIONAL SIZES 1/16 - 5/8" NUMBER SIZES 01 - 52 LETTER SIZES A -Z 





AVAILABLE TO ORDER: TITANIDE COATING, SPECIAL DIAMETERS, 
METRIC DIMENSIONS, AIRCRAFT EXTENSIONS, HIGH HELIXES, 
MULTI-STEP TOOLS, COBALT & SOLID CARBIDE TOOLING. 


Tolerance on reamer section: +.0000" to +0002" 
.0001" back taper in length of flute All overall lengths and flute lengths may vary 


slightly from dimensions shown. Please contact 
Tolerance on drill section: +.0000" to -.0005 with _ ||factory if these dimentions are critical 
back taper. 
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